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Message Text 



UNCLASSIFIED 

PAGE 01 QUITO 04792 192217Z 
17 

ACTION EB- 11 

INFO OCT-01 ARA-16 ISO-OO CAB-09 CIAE-00 COME-OO DODE-OO 

DOTE-OO INR-11 NSAE-00 RSC-01 FAA-00 L-03 DRC-01 /053 W 

054603 

R 19181 1Z JUL 74 

FM AMEMBASSY QUITO 

TO SECSTATE WASHDC 1820 

FEDERAL AVIATION ADMIN ATLANTA GEORGIA 

INFO AMEMBASSY LIMA 

UNCLAS QUITO 4792 

FAA ATLANTA FOR ASO-IF, MR. SHERRILL 
LIMA FOR IRISH 

E.O. 11652: N/A 
TAGS: ETRN, EC 

SUBJECT: CIV AIR: REPAIR OF DME INTERROGATOR EQUIPMENT 
REF: STATE 137637 

1. EMBASSY HAS RECEIVED LETTER DATED JULY 15 FROM DIRECTOR 
GENERAL OF CIVIL AVIATION SUAREZ IN RESPONSE TO FAA COMMUNICA- 
TION SENT SUAREZ PER REFTEL. EMBASSY TRANSLATION OF RELEVANT 
PORTIONS FOLLOWS: 

2. QUOTE: IT IS MY PLEASURE TO INFORM YOU THAT THE DIREC- 
TORATE GENERAL OF CIVIL AVIATION IS IN AGREEMENT WITH ALL THE 
CONDITIONS PROPOSED BY THE FAA FOR UNDERTAKING THE JOB OF 
CALIBRATION AND REPAIR OF THE AIRBORNE DME EQUIPMENT KING, 
TYPE 60A. 

3. QUOTE: THE BILL FOR THIS WORK SHOULD BE SENT TO THE 
DIRECCION GENERAL DE AVAICION CIVIL, CASILLA NO. 2077, 

QUITO, ECUADOR. UNQUOTE. 

HEMENWAY 

UNCLASSIFIED 



NNN 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: CIVIL AVIATION, EQUIPMENT, SPARE PARTS, COSTS, INTERROGATION, AIRCRAFT MAINTENANCE 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 19 JUL 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974QUITO04792 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7401 95-1 073 
From: QUITO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740734/aaaabcuo.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: STATE 137637 
Review Action: RELEASED, APPROVED 
Review Authority: shawdg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 18 OCT 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <18 OCT 2002 by maustmo; APPROVED <22 JAN 2003 by shawdg> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CIVAIR: REPAIR OF DME INTERROGATOR EQUIPMENT 
TAGS: ETRN. EAID, EC, DOT, FAA, (SUAREZ, JAIME) 

To: STATE FAA ATLANTA GA 
Type: TE 
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